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-  a  computerized  occupational  health 
and  environmental  surveillance  sys¬ 
tem  785  (O) 

-  computerized  recordkeeping  in  an  oc¬ 
cupational  health  system:  the  Amoco 
system  791  (O) 

-  Control  Data  Corporation's  occupa¬ 
tional  health  and  safety  system  848  (O) 

-  DuPont's  health  surveillance  systems 
819  (O) 

-  ECHOES;  IBM's  environmental,  chem¬ 
ical  and  occupational  evaluation  sys¬ 
tem  827  (O) 

-  environmental  tracking  at  Eli  Lilly  and 
Company  836  (O) 

-  Exxon's  health  information  system  824 
(O) 

-  the  Ford  Motor  Company  environ¬ 
mental  health  surveillance  system  844 
(O) 

-  General  Foods  medical  and  environ¬ 
mental  health  systems  (MEHS)  794  (O) 

-  medical  information  systems  round¬ 
table:  foreword  781  (O) 

-  Monsanto's  medical  and  environmen¬ 
tal  health  information  (MEHI)  system 
788  (O) 

-  the  New  York  Telephone  Company 
medical  information  system  840  (O) 

-  occupational  health  and  environmen¬ 
tal  information  systems;  basic  consid¬ 
erations  863  (O) 

-  occupational  health  information  sys¬ 
tem  (OHIS)  806  (O) 

-  occupational  health  surveillance  sys¬ 
tem  (OHSS)  at  The  Upjohn  Company 
809  (O) 

-  the  Shell  Oil  Company's  computer¬ 
ized  health  surveillance  system  812  (O) 

-  SmithKIine  environmental  health  sur¬ 
veillance  system  799  (O) 

-  the  SOHIO  health  information  systenri 
853  (O) 

-  worker  tracking  —  a  complex  but  es¬ 
sential  element  in  health  surveillance 
systems  783  (O) 

Confidentiality 

-  confidentiality  of  records  (OM  Forum) 
352  (My) 

-  insurance  and  confidentiality  (OM 
Forum)  89  (F) 

Copper 

-  a  historical  prospective  mortality  study 
of  workers  in  copper  and  zinc  refiner¬ 
ies  398  (My) 

-  zinc  and  copper  in  medicine  (BR)  440 
()e) 

Cost-Effectiveness 

-  are  routine  spine  films  on  workers  in 
industry  cost-  or  risk-benefit  effective? 
41  (Ja) 

-  cost/benefit  (OM  Forum)  433  ()e) 

-  cost  containment  through  health  pro¬ 
motion  programs  965  (D) 

-  effectiveness  of  employee  health  im¬ 
provement  programs  907  (N) 

-  the  Mayo  three-community  hyperten¬ 
sion  control  program.  V.  cost-effec¬ 
tiveness  of  intervention  (SR)  61  (Ja) 


-  the  periodic  health  examination:  gen¬ 
esis  of  a  myth  (SR)  939  (N) 

-  the  role  of  the  occupational  medical 
department  in  health  care  cost  con¬ 
tainment  696  (S) 

-  setting  efficient  standards  for  occu¬ 
pational  hazards  969  (D) 

Criteria  Documents 

-  criteria  documents  revisited  213  (Ma) 
Cutting  Oils 

-  cutting  oil  dermatoses  (OM  Forum)  643 
(S) 

-  oil  mists  and  lung  disease  (OM  Forum) 
568  (Au) 

-  respiratory  symptoms  and  lung  func¬ 
tion  in  oil  mist-exposed  workers  473 
(]e) 

D 

Data  Bases 

-  the  health  data  base  of  a  nationwide 
company  —  its  use  in  epidemiological 
studies  47  (ja) 

Decompression  Sickness 

-  aseptic  necrosis  in  compressed  air 
tunnel  workers  using  current  OSHA 
decompression  schedules  741  (O) 

Dermatology 

-  allergic  contact  dermatitis  to  para- 
phenylenediamine  in  hair  dye:  case 
report  (SR)  234  (Ma) 

-  cancer  of  the  skin  in  blacks:  a  review 
of  128  patients  with  basal-cell  carci¬ 
noma  (SR)  149  (F) 

-  cellulitis:  analysis  of  101  cases  and  re¬ 
view  of  the  literature  (SR)  59  (ja) 

-  contact  dermatitis  caused  by  ECC 
electrode  paste  (SR)  320  (Ap) 

-  cutaneous  malignant  melanoma:  oc¬ 
cupation  and  prognosis  (SR)  409  (My) 

-  cutting  oil  dermatoses  (OM  Forum)  643 
(S) 

-  exposure  to  light  from  HPS  (OM  Forum) 
181  (Ma) 

-  field  recognition  of  eastern  poison  oak 
(SR)  235  (Ma) 

-  a  friction  blister  prevention  study  in  a 
population  of  Marines  (SR)  59  (ja) 

-  the  gypsy  moth  caterpillar:  a  signifi¬ 
cant  new  occupational  and  public 
health  problem  659  (S) 

-  Hunan  hand  (SR)  770  (O) 

-  hydrofluoric  acid  skin  burns  —  adden¬ 
dum  (letter)  79  (F)  and  author's  reply 
(letter)  79  (F) 

-  malignant  melanoma  in  southern  Ari¬ 
zona  —  increasing  incidence  and  sun¬ 
light  as  an  etiologic  factor  (SR)  235  (Ma) 

-  malignant  melanoma  in  West  Virginia 
(SR)  148  (F) 

-  malignant  melanoma  patients  with 
positive  nodes  and  relatively  good 
prognosis  (SR)  234  (Ma) 

-  more  on  lime  dermatitis  (letter)  251  (Ap) 

-  reactions  to  glutaraldehyde  with  par¬ 
ticular  reference  to  radiologists  and  x- 
ray  technicians  (SR)  409  (My) 

-  survival  of  cutaneous  malignant  mel¬ 
anoma  patients  at  the  University  of  Iowa 
Hospitals:  1950-1974  (SR)  320  (Ap) 

-  treatment  of  Hunan  hand  (SR)  770  (O) 

-  the  treatment  of  indolent  ulcers  with 
ten  percent  aqueous  mercurochrome 
(SR)  320  (Ap) 


-  urticaria  and  angioedema:  a  practical 
approach  (SR)  149  (F) 

-  use  of  carbonless  copy  paper  (OM 
Forum)  891  (N) 

Diabetes 

-  correlation  between  plasma  and  urine 
glucose  in  diabetes  (SR)  486  (je) 

-  insulin-dependent  diabetes  mellitus: 
the  initial  lesion  (SR)  150  (F) 

Diarrhea 

-  simple  steps  to  minimize  chance  of 
traveler's  diarrhea  (letter)  184  (Ma)  and 
author's  response  (letter)  184  (Ma) 

Dichlorobenzidine 

-  urine  monitoring  of  textile  workers  ex¬ 
posed  to  dichlorobenzidine-derived 
pigments  656  (S) 

Diesel  Exhaust 

-  health  effects  of  exposure  to  diesel  ex¬ 
haust  (BR)  961  (D) 

Dinitrotoluene  (DNT) 

-  the  epidemiologic  assessment  of  male 
reproductive  hazard  from  occupa¬ 
tional  exposure  to  TDA  and  DNT  985 
(D) 

Disability 

-  temporary  disability  (OM  Forum)  356 
(My) 

Diving 

-  the  sport  diving  employee  295  (Ap) 
Drugs 

-  analgesic  and  mood  effects  of  heroin 
and  morphine  in  cancer  patients  with 
postoperative  pain  (SR)  322  (Ap) 

-  drugs  in  research  (OM  Forum)  357  (My) 

-  drugs  to  decrease  alcohol  consump¬ 
tion  (SR)  550  (jl) 

-  editorial:  heroin:  a  medical  "me  too" 
(SR)  322  (Ap) 

-  neutralizing  capacity  and  cost  effec¬ 
tiveness  of  antacids  (SR)  322  (Ap) 

-  should  young  adults  with  a  positive 
tuberculin  test  take  isoniazid?  (SR)  549 

(jl) 

-  Sinemet  and  the  treatment  of  Parkin¬ 
sonism  (SR)  549  (jl) 

E 

Economics  of  Health  Care 

-  best  medical  care  at  reasonable  cost 
(letter)  432  (je) 

-  cost/benefit  (OM  Forum)  433  (je) 

-  effectiveness  of  employee  health  im¬ 
provement  programs  907  (N) 

-  the  physician  as  a  manager  99  (F) 

-  the  role  of  the  occupational  medical 
department  in  health  care  cost  con¬ 
tainment  696  (S) 

-  why  do  occupational  physicians  need 
to  be  better  managers?  219  (Ma) 

Education  and  Training 

-  certification  in  the  specialty  of  occu¬ 
pational  medicine  546  (jl) 

-  education  and  safe  handling  in  pesti¬ 
cide  applications  (BR)  570  (Au) 

-  orienting  medical  students  in  occu¬ 
pational  medicine  44  (ja) 

-  review  of  allied  health  education  (BR) 
718  (O) 

-  the  role  of  mini-residencies  (letter)  874 
(N) 

-  training  in  epidemiology  for  the  oc¬ 
cupational  physician,  AOMA  Educa¬ 
tion  Report  237  (Ma) 


1022 


Annual  Index 


Embryotoxins 

-  embryotoxic  and  biochemical  effects 
of  waste  crankcase  oil  on  birds'  eggs 
(SR)  1013  (D) 

-  studies  on  the  embryotoxic  effects  of 
ortho-  meta-  and  para-xylene  (SR)  59 
(Ja) 

Emergency  Care 

-  Flint's  emergency  treatment  and  man¬ 
agement  (BR)  440  (Je) 

Employee  Assistance  Programs  (EAPs) 

-  employee  assistance:  establishing  and 
maintaining  a  program  in  a  diverse 
corporate  setting  614  (Au) 

-  occupational  counseling  and  referral 
systems  (BR)  639  (S) 

-  union-related  correlates  of  employee 
referrals  to  an  occupational  alcohol¬ 
ism  project  in  a  health  maintenance 
organization  225  (Ma) 

Epidemiology 

-  case  control  studies:  design,  conduct, 
analysis  (BR)  879  (N) 

-  cancer  mortality  of  Canadian  workers 
exposed  to  VCM:  a  three  year  follow¬ 
up  (letter)  730  (0) 

-  choice  of  terms  potentially  misleading 
(letter)  498  (jl)  and  author's  response 
(letter)  499  (Jl) 

-  computerized  approach  to  verifying 
study  populat;on  data  in  occupational 
epidemiology  596  (Au) 

-  conclusions  questioned  in  brain  tu¬ 
mor  excess  study  (letter)  428  (je)  and 
authors'  response  (letter)  428  (je) 

-  the  epidemiologic  assessment  of  male 
reproductive  hazard  from  occupa¬ 
tional  exposure  to  TDA  and  DNT  985 
(D) 

-  epidemiologic  study  of  refinery  and 
chemical  plant  workers  203  (Ma) 

-  epidemiology  in  the  workplace:  the 
problem  of  misclassification  21  (ja) 

-  evaluation  of  Social  Security  follow-up 
of  southwestern  populations  198  (Ma) 

-  gastrointestinal  atresia  and  maternal 
occupation  during  pregnancy  515  (jl) 

-  genetic  risks  and  environmental  sur¬ 
veillance:  epidemiological  aspects  of 
monitoring  industrial  populations  for 
environmental  mutagens  305  (Ap) 

-  the  health  data  base  of  a  nationwide 
company —  its  use  in  epidemiological 
studies  47  (ja) 

-  a  historical  prospective  mortality  study 
of  workers  in  copper  and  zinc  refiner¬ 
ies  398  (My) 

-  life-style  in  occupational  medicine  (SR) 
149  (F) 

-  lung  cancer  rates  and  the  heights  of 
miners  (letter)  9  (ja)  and  author's  re¬ 
sponse  (letter)  9  (ja) 

-  methodological  issues  involving  the 
standardized  mortality  ratio  and  pro¬ 
portionate  mortality  ratio  in  occupa¬ 
tional  studies  299  (Ap) 

-  missing  records  in  occupational  dis¬ 
ease  epidemiology  677  (S) 

-  mortality  among  miners  receiving 
workmen's  compensation  for  silicosis 
in  Ontario:  1940-1975  663  (S) 

-  mortality  among  rubber  workers:  V. 
processing  workers  539  (jl) 

-  mortality  among  rubber  workers:  VI. 
men  with  potential  exposure  to  acryl¬ 
onitrile  767  (O) 


-  mortality,  cancer  incidence,  and  sick¬ 
ness-absence  in  photographic  proces¬ 
sors:  an  epidemiologic  study  605  (Au) 

-  the  mortality  experience  of  upstate  New 
York  talc  workers  480  (je) 

-  mortality  from  byssinosis  among  New 
England  cotton  mill  workers,  1905-1912 
977  (D) 

-  mortality  in  Iowa  farmers  and  farm  la¬ 
borers,  1971-1978  898  (N) 

-  mortality  patterns  among  workers  in 
three  Texas  oil  refineries  135  (F) 

-  nasal  carcinoma  in  woodworkers:  a 
review  526  (jl) 

-  occupational  stress  and  illness  inci¬ 
dence  445  (je) 

-  other  misclassifications  important  too 
(letter)  563  (Au) 

-  other  possible  explanations  for  cancer 
experience  among  woodworkers  in  the 
auto  industry  (letter)  870  (N)  and  au¬ 
thors'  response  (letter)  870  (N) 

-  overestimation  of  predicted  effects  in 
mortality  study  of  uranium  workers 
(letter)  363  (My) 

-  parental  occupations  and  cancer  in 
children  —  a  case-control  study  and 
review  of  the  methodologic  issues  578 
(Au) 

-  querying  death  certificate  diagnoses 
(letter)  10  (ja) 

-  reciprocal  effects  of  health  and  labor 
force  participation  among  women: 
evidence  from  two  longitudinal  stud¬ 
ies  126  (F) 

-  respiratory  morbidity  among  process¬ 
ing  and  mill  worke  s  690  (S) 

-  the  risk  of  digestive  cancer  in  workers 
using  synthetic  abrasive  products  (let¬ 
ter)  562  (Au) 

-  statistical  metliQcif, 

volume  1  —  the  analysis  of  case-con¬ 
trol  studies  (BR)  255  (Ap) 

-  trends  in  cancer  incidence:  causes  and 
practical  implications  (BR)  719  (O) 

-  wrong  SMR  (letter)  253  (Ap) 

Epilepsy 

-  placement  of  epileptics  in  the  mining 
industry  (OM  Forum)  890  (N) 

Ergonomics 

-  applied  exercise  physiology  (BR)  719  (O) 

-  control  of  manual  lifting  hazards:  I. 
training  in  safe  handling  573  (Au) 

-control  of  manual  lifting  hazards:  II. 
job  redesign  668  (S) 

-  control  of  manual  lifting  hazards:  III. 
pre-employment  screening  751  (O) 

Exercise 

-  applied  exercise  physiology  (BR)  719  (O) 

-  comparison  of  results  obtained  with 
nojiinvasive  and  invasive  symptom- 
limited  exercise  testing  (SR)  486  (je) 

-  early  post-myocardial  infarction  tread¬ 
mill  stress  testing  (SR)  699  (S) 

-  exercise  left  ventricular  performance 
in  patients  with  chest  pain,  ischemic- 
appearing  exercise  electrocardi¬ 
ograms,  and  angiographically  normal 
coronary  arteries  (SR)  411  (My) 

-  limited  exercise  testing  soon  after  my¬ 
ocardial  infarction  (SR)  699  (S) 

-  role  of  exercise  testing  in  assessing 
functional  respiratory  impairment  due 
to  asbestos  exposure  685  (S) 

-  physiology  and  biochemistry  of  exer¬ 
cise  (BR)  440  (je) 


-  the  safety  and  value  of  exercise  testing 
soon  after  coronory  artery  bypass  sur¬ 
gery  (SR)  321  (Ap) 

-  treadmill  exercise  tests  predischarge 
and  six  weeks  postmyocardial  infarc¬ 
tion  to  detect  abnormalities  of  known 
prognostic  value  (SR)  698  (S 

Eyes 

-  glaucoma  screening  (OM  Forum)  569 
(Au) 

F 

Farm  Workers 

-  mortality  in  Iowa  farmers  and  farm  la¬ 
borers,  1971-1978  898  (N) 

Firefighters 

-  examinations  for  firefighters  and  po¬ 
lice  (OM  Forum)  714  (O) 

-  for  safety's  sake  —  relocate  the  poles 
(letter)  363  (My) 

-  occupation  related  fire  fighter  hearing 
loss  (SR)  771  (O) 

First  Aid 

-  first  aid  boxes  (OM  Forum)  507  (jl) 
Formaldehyde 

-  cytogenetic  analyses  of  blood  lympho- 
c^es  of  workers  exposed  to  formal¬ 
dehyde  in  formaldehyde  manufacturing 
and  processing  1009  (D) 

-  formaldehyde  asthma:  challenge  ex¬ 
posure  levels  and  fate  after  five  years 
893  (N) 

-  formaldehyde  induced  symptoms  in 
day  care  centers  (SR)  698  (S) 

-  genetic  effects  of  formaldehyde  in  the 
mouse  (SR)  149  (F) 

-  induction  of  squamous  cell  carcino¬ 
mas  of  the  rat  nasal  cavity  by  inhala¬ 
tion  exposure  to  formaldehyde  vapor 
(SR)  59  (fa) 

G 

Gastrointestinal  Diseases 

-  neutralizing  capacity  and  cost  effec¬ 
tiveness  of  antacids  (SR)  322  (Ap) 

-  routine  early  endoscopy  in  upper-gas- 
trointestinal-tract  bleeding  (SR)  236  (Ma) 

-  surgical  treatment  of  duodenal  ulcer 
(SR)  771  (O) 

Genetics 

-  a  chromosome  study  among  stainless 
steel  welders  762  (O) 

-  comparative  studies  of  chromosomal 
aberration  induced  by  trivalent  and 
pentavalent  arsenic  (SR)  149  (F) 

-  cytogenetic  analyses  of  blood  lympho¬ 
cytes  of  workers  exposed  to  for¬ 
maldehyde  in  formaldehyde  manufac¬ 
turing  and  processing  1009  (D) 

-  genetic  effects  of  formaldehyde  in  the 
mouse  (SR)  149  (F) 

-  genetic  risks  and  environmental  sur¬ 
veillance:  epidemiological  aspects  of 
monitoring  industrial  populations  for 
environmental  mutagens  305  (Ap) 

-  predictive  identification  of  hypersus- 
ceptible  individuals  369  (My) 

-  sex-related  differences  in  cytogenetic 
effects  of  benzene  in  the  bone  marrow 
of  Swiss  mice  (SR)  485  (je) 

Gypsy  Moth  Caterpillar 

-  the  gypsy  moth  caterpillar:  a  signifi¬ 
cant  new  occupational  and  public 
health  problem  659  (S) 
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H 

Health  Care  Management 

-  a  comparison  of  community  and  oc¬ 
cupationally  provided  antihyperten¬ 
sive  care  901  (N) 

-  best  medical  care  at  reasonable  cost 
(letter)  432  (Je) 

-  cost  containment  through  health  pro¬ 
motion  programs  %5  (D) 

-  effectiveness  of  employee  health  im¬ 
provement  programs  907  (N) 

-  managing  the  health  of  the  employee 
15  (Ja) 

-periodic  health  examination:  a  guide 
for  designing  individualized  preven¬ 
tive  health  care  in  the  asymptomatic 
patient  (SR)  618  (Au) 

-  the  periodic  health  examination;  gen¬ 
esis  of  a  myth  (SR)  939  (N) 

-  total  employee  health  care  1000  (D) 
Health  Maintenance  Organizations  (HMOs) 

-  union-related  correlates  of  employee 
referrals  to  an  occupational  alcohol¬ 
ism  project  in  a  health  maintenance 
organization  225  (Ma) 

Hearing  Loss 

-  background  for  loss  of  hearing  claims 
(BR)  502  (Jl) 

-  guidelines  sought  for  safety  of  work¬ 
ers  with  hearing  deficits  (OM  Forum) 
952  (D) 

-  occupation  related  fire  fighter  hearing 
loss  (SR)  771  (O) 

-  results  of  otologic  referrals  in  an  in¬ 
dustrial  hearing  conservation  program 
(SR)  61  (Ja) 

-  some  effects  of  training  on  speech 
recognition  by  hearing-impaired  adults 
(SR)  236  (Ma) 

Hearing  Protection 

-the  application  of  positive  practice 
overcorrection  to  the  use  of  hearing 
protection  (SR)  1014  (D) 

-  ear  muff  acceptance  among  sawmill 
workers  (SR)  618  (Au) 

Hematology 

-  subclinical  effects  of  chronic  in¬ 
creased  lead  absorption  —  a  prospec¬ 
tive  study,  part  IV.  evaluation  of  heme 
synthesis  effects  120  (F) 

Hepatitis 

-  current  problems  in  the  diagnosis  and 
management  of  chronic  active  hepa¬ 
titis  (SR)  60  (ja) 

Hospital  Workers 

-considerations  regarding  infection 
during  hospital  employment  53  (ja) 

-  inadequate  sensitivity  of  tuberculin  tine 
test  for  screening  employee  popula¬ 
tions  602  (Au) 

-  the  regulatory  status  of  hospital  oc¬ 
cupational  medicine:  a  need  for  change 
133  (F) 

-  total  employee  health  care  1000  (C) 
Hydrocarbons 

-  burden  and  dose-related  neurochem¬ 
ical  effects  of  intermittent  cyclohexane 
vapour  inhalation  in  rats  (SR)  59  (ja) 

-  coal-liquefaction  products,  shale  oil, 
and  petroleum:  acute  toxicity  to  fresh¬ 
water  algae  (SR)  410  (My) 

-  effects  of  chronic  ethanol  consump¬ 
tion  oi'i  nepatic  metabolism  of  aro¬ 
matic  and  chlorinated  hydrocarbons  in 
rats  (SR)  235  (Ma) 


-  hepatic  metabolism  of  heme  in  rats 
after  exposure  to  benzene,  gasoline 
and  kerosene  (SR)  321  (Ap) 

-  importance  of  schedule  of  exposure  to 
hexane  in  causing  neurotoxicity  (SR) 
1013  (D) 

-  morphologic  and  biochemical  effects 
of  intratracheally  administered  oil  shale 
in  rats  (SR)  485  (je) 

-  sex-related  differences  in  cytogenetic 
effects  of  benzene  in  the  bone  marrow 
of  Swiss  mice  (SR)  485  (je) 

-  studies  on  the  embryotoxic  effects  of 
ortho-,  meta-  and  para-xylene  (SR)  59 
(ja) 

-  toluene-induced  activation  of  certain 
hypothalamic  and  median  eminence 
catecholamine  nerve  terminal  systems 
of  the  male  rat  and  its  effects  on  an¬ 
terior  pituitary  hormone  secretion  (SR) 
235  (Ma) 

Hydrofluoric  Acid 

-  hydrofluoric  acid  skin  burns  —  adden¬ 
dum  (letter)  79  (F)  and  author's  reply 
(letter)  79  (F) 

Hyperbaric  Medicine 
-aseptic  necrosis  in  compressed  air 
tunnel  workers  using  current  OSHA 
decompression  schedules  741  (O) 

-  the  sport  diving  employee  295  (Ap) 
Hypersusceptibility 

-  predictive  identification  of  hypersus- 
ceptible  individuals  369  (My) 

Hypertension 

-  a  comparison  of  community  and  oc¬ 
cupationally  provided  antihyperten¬ 
sive  care  901  (N) 

-  the  Mayo  three-community  hyperten¬ 
sion  control  program.  V.  cost-effec¬ 
tiveness  of  intervention  (SR)  61  (ja) 

-  noise,  hearing,  and  hypertension  (SR) 
150  (F) 

-  psychological  symptoms  and  intermit¬ 
tent  hypertension  following  acute  mi¬ 
crowave  exposure  932  (N) 

-  worksite-based  behavioral  treatment 
of  mild  hypertension  511  (jl) 

Hypotension 

-  orthostatic  hypotension  (SR)  321  (Ap) 

I 

Immunization 

-  diptheria  and  tetanus  toxoids  (OM 
Forum)  568  (Au) 

Industrial  Hygiene 

-  correlation  between  industrial  hy¬ 
giene  improvements  and  mortality  from 
lung  cancer  in  the  German  chromate 
industry  (SR)  1014  (D) 

-  Patty's  industrial  hygiene  and  toxicol¬ 
ogy,  volume  2C:  toxicology  (BR)  639 
(S) 

Infection 

-  bactericidal  activity  and  toxicity  of  io¬ 
dine-containing  solution  in  wounds 
(SR)  550  (jl) 

-  fulminant  wound  infection  with  aero- 
monas  hydrophila  (SR)  148  (F) 

Infectious  Diseases 

-  a  cluster  of  acinetobacter  pneumonia 
in  foundry  workers  (SR)  938  (M) 

-considerations  regarding  infectijn 
during  hospital  employment  53  (ja) 

-  current  problems  in  the  diagnosis  and 


management  of  chronic  active  hepa¬ 
titis  (SR)  60  (ja) 

-diptheria  and  tetanus  toxoids  (OM 
Forum)  568  (Au) 

-  inadequate  sensitivity  of  tuberculin  tine 
test  for  screening  ernployee  popula¬ 
tions  602  (Au) 

-  opportunistic  infections  and  Kaposi's 
sarcoma  in  homosexual  men  (SR)  771 
(O) 

-  an  outbreak  of  community-acquired 
Pneumocystis  carinii  pneumonia  —  in¬ 
itial  manifestation  of  cellular  immune 
dysfunction  (SR)  771  (O) 

-  Pneumocystis  carinii  pneumonia  and 
mucosal  candidiasis  in  previously 
healthy  homosexual  men  (SR)  771  (O) 

-  severe  acquired  immunodeficiency  in 
male  homosexuals  manifested  by 
chronic  perianal  ulcerative  herpes 
simplex  lesions  (SR)  771  (O) 

-  should  young  adults  with  a  positive 
tuberculin  test  take  isoniazid?  549  (jl) 

-  simple  steps  to  minimize  chance  of 
traveler's  diarrhea  (letter)  184  (Ma)  and 
author's  response  (letter)  184  (Ma) 

Injection  Injuries 

-  oil  injections  (OM  Forum)  506  (jl) 
Isocyanates 

-  absence  of  respiratory  effects  in  sub¬ 
jects  exposed  to  low  concentrations  of 
TDI  and  MDI  746  (O) 

J 

job  Satisfaction 

-the  assembly-line  and  alienation;  a 
participant-observer  study  in  the  meat¬ 
freezing  industry  (SR)  771  (O) 

-  executive  work  perceptions  and  the 
quality  of  working  life  25  (ja) 

-  type  A  and  B  behavior  patterns  and  self- 
reported  health  symptoms  and  stress: 
examining  individual  and  organiza¬ 
tional  fit  585  (Au) 

L 

Laboratory  Tests 

-  how  does  one  interpret  a  marginally 
abnormal  serum  chemistry  test?  104  (F) 

Law  and  Litigation 

-  legal  trends  in  occupational  health  115 
(F) 

Lead 

-  blood  as  a  matrix  for  biological  moni¬ 
toring  (SR)  617  (Au) 

-  lead  and  occupational  health  (OM 
Forum)  5  (ja) 

-  lead  intoxication  from  an  unexpected 
source  146  (F) 

-  long-term  mortality  profile  of  heavily- 
exposed  lead  smelter  workers  375  (My) 

-  the  role  of  lead  in  gout  nephropathy 
(SR)  548  (jl) 

-  subclinical  effects  of  chronic  in¬ 
creased  lead  absorption  —  a  prospec¬ 
tive  study,  part  IV.  evaluation  of  heme 
synthesis  effects  120  (F) 

-  subclinical  effects  of  chronic  in¬ 
creased  lead  absorption  —  weak  cor- 
Tt^lation  between  blood  lead  and 
erythrocyte  ALA-D  activity  (letter)  948 
(D)  and  author's  response  (letter)  948 
(D) 


1024 


Annual  Index 


Legislation 

-  legislative  developments  in  Quebec  981 
(D) 

-  occupational  health  law:  a  guide  for 
industry  (BR)  12  ()a) 

Lighting 

-  exposure  to  light  from  HPS  (OM  Forum) 
181  (Ma) 

Liver 

-  alcohol  and  the  liver:  a  brief  review 
735  (O) 

-  effects  of  chronic  ethanol  consump¬ 
tion  on  hepatic  metabolism  of  aro¬ 
matic  and  chlorinated  hydrocarbons  in 
rats  (SR)  235  (Ma) 

-  hepatic  metabolism  of  heme  in  rats 
after  exposure  to  benzene,  gasoline 
and  kerosene  (SR)  321  (Ap) 

Lung  Cancer 

-  chromium  and  asbestos  as  two  prob¬ 
able  risk  factors  in  lung  cancer  among 
welders  (letter)  874  (N)  and  authors' 
response  (letter)  875  (N) 

-  lung  cancer  rates  and  the  heights  of 
miners  (letter)  9  (Ja)  and  author's  re¬ 
sponse  (letter)  9  (Ja) 

-  mortality  in  cigarette  smokers  and 
quitters  (SR)  61  (ja) 


M 

Magnetic  Fields 

-  health  effect  of  occupational  exposure 
to  steady  magnetic  fields  (SR)  770  (O) 

Manure 

-  acute  toxic  exposure  to  gases  from  liq¬ 
uid  manure  142  (F) 

Medical  Information  Systems 

-  the  Alcoa  health  information  system  815 
(O) 

-  computerization  of  medical  and  ex¬ 
posure  records  in  the  semiconductor 
industry  859  (O) 

-  a  computerized  health  and  environ¬ 
mental  surveillance  system  (CHESS)  804 
(O) 

-  a  computerized  occupational  health 
and  environmental  surveillance  sys¬ 
tem  785  (O) 

-  computerized  recordkeeping  in  an  oc¬ 
cupational  health  system:  the  Amoco 
system  791  (O) 

-  Control  Data  Corporation's  occupa¬ 
tional  health  and  safety  system  848  (O) 

-  DuPont's  health  surveillance  systems 
819  (O) 

-  ECHOES:  IBM's  environmental,  chem¬ 
ical  and  occupational  evaluation  sys¬ 
tem  827  (O) 

-  environmental  tracking  at  Eli  Lilly  and 
Company  836  (O) 

-  Exxon's  health  information  system  824 
(O) 

-  the  Ford  Motor  Company  environ¬ 
mental  health  surveillance  system  844 
(O) 

-  General  Foods  medical  and  environ¬ 
mental  health  systems  (MEHS)  794  (O) 

-  medical  information  systems  round¬ 
table:  foreword  781  (O) 

-  Monsanto's  medical  and  environmen¬ 
tal  health  information  (MEHI)  system 
788  (O) 

-  the  New  York  Telephone  Company 
medical  information  system  840  (O) 


-  occupational  health  and  environmen¬ 
tal  information  systems  863  (O) 

-  occupational  health  information  sys¬ 
tem  (OHIS)  806  (O) 

-  occupational  health  surveillance  sys¬ 
tem  (OHSS)  at  The  Upjohn  Company 
809  (O) 

-  the  Shell  Oil  Company's  computer¬ 
ized  health  surveillance  system  812  (O) 

-  SmithKIine  environmental  health  sur¬ 
veillance  system  799  (O) 

-  the  SOHIO  health  information  system 
853  (O) 

-  worker  tracking  —  a  complex  but  es¬ 
sential  element  in  health  surveillance 
systems  783  (O) 

Mercury 

-  variability  in  urinary  mercury  excretion 
590  (Au) 

Mesothelioma 

-  supplemental  information  on  meso¬ 
thelioma  in  Turkey  (letter)  251  (Ap)  and 
author's  response  (letter)  253  (Ap) 

Metabolism 

-  effects  of  chronic  ethanol  consump¬ 
tion  on  hepatic  metabolism  of  aro¬ 
matic  and  chlorinated  hydrocarbons  in 
rats  (SR)  235  (Ma) 

-  hepatic  metabolism  of  heme  in  rats 
after  exposure  to  benzene,  gasoline 
and  kerosene  (SR)  321  (Ap) 

Microwaves 

-  psychological  symptoms  and  intermit¬ 
tent  hypertension  following  acute  mi¬ 
crowave  exposure  932  (N) 

Mine  Workers 

-  lung  cancer  rates  and  the  heights  of 
miners  (letter)  9  (Ja)  and  author's  re¬ 
sponse  (letter)  9  (Ja) 

-  mortality  among  miners  receiving 
workmen's  compensation  for  silicosis 
in  Ontario:  1940-1975  663  (S) 

-  placement  of  epileptics  in  the  mining 
industry  (OM  Forum)  890  (N) 

Mutagenicity 

-  a  chromosome  study  among  stainless 
steel  welders  762  (O) 

-  genetic  risks  and  environmental  sur¬ 
veillance:  epidemiological  aspects  of 
monitoring  industrial  populations  for 
environmental  mutagens  305  (Ap) 


N 

Nasal  Carcinoma 

-  induction  of  squamous  cell  carcino¬ 
mas  of  the  rat  nasal  cavity  by  inhala¬ 
tion  exposure  to  formaldehyde  vapor 
(SR)  59  (Ja) 

-  nasal  carcinoma  in  woodworkers:  a 
review  526  (J1) 

Neurotoxicity 

-  burden  and  dose-related  neurochem¬ 
ical  effects  of  intermittent  cyclohexane 
vapour  inhalation  in  rats  (SR)  59  (Ja) 

-  importance  of  schedule  of  exposure  to 
hexane  in  causing  neurotoxicity  (SR) 
1013  (D) 

-  toluene-induced  activation  of  certain 
hypothalamic  and  median  eminence 
catecholamine  nerve  terminal  systems 
of  the  male  rat  and  its  effects  on  an¬ 
terior  pituitary  hormone  secretion  (SR) 
235  (Ma) 


I 


Noise  and  Hearing 

-  the  application  of  positive  practice 
overcorrection  to  the  use  of  hearing 
protection  (SR)  1014  (D) 

-  background  for  loss  of  nearing  claims 
(BR)  502  (J1) 

-  guidelines  for  the  conduct  of  an  oc¬ 
cupational  hearing  conservation  pro¬ 
gram  772  (O) 

-  the  interaction  of  whole-body  vibra¬ 
tion  and  impulse  noise  (SR)  61  (Ja) 

-  the  noise  attenuation  of  weak  shock 
waves  by  earmuffs  (SR)  1014  (D) 

-  noise,  hearing,  and  hypertension  (SR) 
150  (F) 

-occupational  noise  exposure  and 
hearing  levels  (SR)  939  (N) 

-  the  relations  of  eye  colour  and  smok¬ 
ing  to  noise-induced  permanent 
threshold  shift  (SR)  1014  (D) 

Nursing 

-  standing  orders  (OM  Forum)  89  (F) 


o 

Obesity 

-  behavior  modification  for  weight  con¬ 
trol  935  (N) 

-  the  effect  of  weight  reduction  on  blood 
pressure,  plasma  renin  activity,  and 
plasma  aldosterone  levels  in  obese  pa¬ 
tients  (SR)  321  (Ap) 

Occupational  Hazards 

-  chemical  hazards:  proceedings  of  the 
XIX  International  Congress  on  Occu¬ 
pational  Health  879  (N) 

-  clinical  and  metabolic  abnormalities 
associated  with  occupational  exposure 
to  polychlorinated  biphenyls  1()9  (F) 

-  respiratory  symptoms  and  lung  func¬ 
tion  in  oil  mist-exposed  workers  473 
(Je) 

-  setting  efficient  standards  for  occu¬ 
pational  hazards  %9  (D) 

-  subclinical  effects  of  chronic  in¬ 
creased  lead  absorption  —  a  prospec¬ 
tive  study,  part  IV.  evaluation  of  heme 
synthesis  effects  120  (F) 

-  use  of  carbonless  copy  paper  (OM 
Forum)  891  (N) 

Occupational  Health 

-  chemical  hazards:  proceedings  of  the 
XIX  International  Congress  on  Occu¬ 
pational  Health  879  (N) 

-  international  occupational  safety  and 
health  resource  catalogue  (BR)  502  (Jl) 

-  occupational  health  law:  a  guide  for 
industry  (BR)  12  (Ja) 

-  organizational  and  social  aspects  of 
occupational  health  (BR)  12  (Ja) 

Occupational  Medicine 

-  are  routine  spine  films  on  workers  in 
industry  cost-  or  risk-benefit  effective? 
41  (Ja) 

-  certification  in  the  specialty  of  occu¬ 
pational  medicine  546  (Jl) 

-  executive  examinations  (OM  Forum) 
507  (Jl) 

-  how  does  one  interpret  a  marginally 
abnormal  serum  chemistry  test?  104  (F) 

-  informing  those  with  a  need  to  know 
387  (My) 

-  lead  and  occupational  health  (OM 
Forum)  5  (Ja) 
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-  managing  the  health  of  the  employee 
15  (la) 

-  manual  of  spirometry  in  occupational 
medicine  (BR)  440  ()e) 

-  occupational  medicine  at  sea:  the  sea¬ 
farer  as  a  patient  917  (N) 

-  orienting  medical  students  in  occu¬ 
pational  medicine  44  (Ja) 

-  periodic  health  examination:  a  guide 
for  designing  individualized  preven¬ 
tive  health  care  in  the  asymptomatic 
patient  (SR)  618  (Au) 

-  the  physician  as  a  manager  99  (F) 

-  placement  of  epileptics  in  the  mining 
industry  (OM  Forum)  890  (N) 

-  predictive  identification  of  hypersus- 
ceptible  individuals  369  (My) 

-  pre-employment  testing  ((DM  Forum) 
262  (Ap) 

-  the  role  of  the  occupational  medical 
department  in  health  care  cost  con¬ 
tainment  696  (S) 

-  standing  orders  (OM  Forum)  89  (F) 

-  welding  and  health  (OM  Forum)  262 
(Ap) 

-  why  do  occupational  physicians  need 
to  be  better  managers?  219  (Ma) 

Occupational  Mortality 

-  cancer  mortality  of  Canadian  workers 
exposed  to  VCM:  a  three  year  follow¬ 
up  (letter)  730  (O) 

-  epidemiologic  study  of  refinery  and 
chemical  plant  workers  203  (Ma) 

-  a  historical  prospective  mortality  study 
of  workers  in  copper  and  zinc  refiner¬ 
ies  398  (My) 

-  long-term  mortality  profile  of  heavily- 
exposed  lead  smelter  workers  375  (My) 

-  methodological  issues  involving  the 
standardized  mortality  ratio  and  pro¬ 
portionate  mortality  ratio  in  occupa¬ 
tional  studies  299  (Ap) 

-  mortality  among  miners  receiving 
workmen's  compensation  for  silicosis 
in  Ontario:  1940-1975  663  (S) 

-  mortality  among  rubber  workers:  V. 
processing  workers  539  (J1) 

-  mortality  among  rubber  workers:  VI. 
men  with  potential  exposure  to  acryl¬ 
onitrile  767  (O) 

-  mortality,  cancer  incidence,  and  sick¬ 
ness-absence  in  photographic  proces¬ 
sors:  an  epidemiologic  study  605  (Au) 

-  the  mortality  experience  of  upstate  New 
York  talc  workers  480  ()e) 

-  mortality  from  byssinosis  among  New 
England  cotton  mill  workers,  1905-1912 
977  (D) 

-  mortality  in  Iowa  farmers  and  farm  la¬ 
borers,  1971-1978  898  (N) 

-  mortality  patterns  among  workers  in 
three  Texas  oil  refineries  135  (F) 

-  overestimation  of  predicted  effects  in 
mortality  study  of  uranium  workers 
(letter)  363  (My) 

-  trends  in  cancer  incidence:  causes  and 
practical  implications  (BR)  719  (O) 

-  wrong  SMR  (letter)  253  (Ap) 
Occupational  Safety  and  Health  Adminis¬ 
tration  (OSHA) 

-  how  to  avoid  OSHA  (BR)  878  (N) 

-  reporting  asbestosis  to  OSHA  —  fur¬ 
ther  comment  (OM  Forum)  891  (N) 

Orthopedics 

-  shoulder  pain  (BR)  186  (Ma) 


P 

Pesticides 

-  are  pesticides  really  necessary?  (BR)  258 
(Ap) 

-  education  and  safe  handling  in  pesti¬ 
cide  applications  (BR)  570  (Au) 

-  reduction  of  pesticide  exposure  with 
protective  clothing  for  applicators  and 
mixers  464  (Je) 

Phosgene 

-  the  methenamine  misunderstanding  in 
the  therapy  of  phosgene  poisoning  (SR) 
617  (Au) 

Photographic  Processors 

-  mortality,  cancer  incidence,  and  sick¬ 
ness-absence  in  photographic  proces¬ 
sors:  an  epidemiologic  study  605  (Au) 

Physical  Fitness 

-  the  effect  of  a  14-week  employee  fit¬ 
ness  program  on  selected  physiologi¬ 
cal  and  psychological  parameters  457 
()e) 

Physiology 

-  applied  exercise  physiology  (BR)  719  (O) 
Piperazine 

-  piperazine-induced  occupational 
asthma  193  (Ma) 

Poets 

-  poetic  licensed  MDs  (letter)  184  (Ma) 
Police  Officers 

-  examinations  for  firefighters  and  po¬ 
lice  (OM  Forum)  714  (O) 

-  stress  in  the  police  service  30  (]a) 
Polychlorinated  Biphenyls  (PCBs) 

-  clinical  and  metabolic  abnormalities 
associated  with  occupational  exposure 
to  polychlorinated  biphenyls  (PCBs)  109 
(F) 

Preemployment  Examinations 
-control  of  manual  lifting  hazards:  III. 
pre-employment  screening  751  (O) 

-  pre-employment  testing  (OM  Forum) 
262  (Ap) 

Pregnancy 

-  gastrointestinal  atresia  and  maternal 
occupation  during  pregnancy  515  (Jl) 

-  no  association  between  coffee  con¬ 
sumption  and  adverse  outcomes  of 
pregnancy (SR) 939 (N) 

-  parental  occupations  and  cancer  in 
children  —  a  case-control  study  and 
review  of  the  methodologic  issues  578 
(Au) 

Psychology 

-  behavior  modification  for  weight  con¬ 
trol  935  (N) 

-  psychological  symptoms  and  intermit¬ 
tent  hypertension  following  acute  mi¬ 
crowave  exposure  932  (N) 

-stress  management:  an  assessment 
questionnaire  for  evaluating  interven¬ 
tions  and  comparing  groups  923  (N) 
Pulmonary  Function 

-  absence  of  respiratory  effects  in  sub¬ 
jects  exposed  to  low  concentrations  of 
TDI  and  MDI  746  ((D) 

-  the  assessment  of  pulmonary  function 
(BR)  82  (F) 

-  a  compact  computer  printer  for  quality 
control  spirometric  data  collection  1003 
(D) 

-  a  comparison  of  the  maximum  volun¬ 
tary  ventilation  with  the  forced  expi¬ 
ratory  volume  in  one  second:  an 
assessment  of  subject  cooperation  531 
(Jl) 


-  manual  of  spirometry  in  occupational 
medicine  (BR)  440  (je) 

-  more  confusion  (letter)  632  (S)  and  au¬ 
thor's  response  (letter)  633  (S) 

-  physiologic  effects  of  respirator  dead 
space  and  resistance  loading  681  (S) 

-piperazine-induced  occupational 
asthma  193  (Ma) 

-  respiratory  symptoms  and  lung  func¬ 
tion  in  oil  mist-exposed  workers  473 
(Je) 

-  role  of  exercise  testing  in  assessing 
functional  respiratory  impairment  due 
to  asbestos  exposure  685  (S) 


Q 

Quality  of  Working  Life 

-  executive  work  perceptions  and  the 
quality  of  working  life  25  (ja) 

-  work,  workers,  and  work  organiza¬ 
tions:  a  view  from  social  work  (BR)  570 
(Au) 


R 

Radiation 

-  exposure  to  light  from  HPS  (OM  Forum) 
181  (Ma) 

Radiology 

-  are  routine  spine  films  on  workers  in 
industry  cost-  or  risk-benefit  effective? 
41  (ja) 

-  routine  chest  x-ray  examinations  in  oc- 
ci'''ational  medicine  18  (ja) 

-  storage  of  x-rays  (OM  Forum)  4  (ja) 

Ramazzini  B:  Diseases  of  Workers 

-  Ramazzini  editions  sought  (letter)  632 
(S) 

Refinery  Workers 

-  epidemiologic  study  of  refinery  and 
chemical  plant  workers  203  (Ma) 

-  mortality  patterns  among  workers  in 
three  Texas  oil  refineries  135  (F) 

Regulations 

-  guidelines  withdrawn  (letter)  79  (F) 

-  how  to  avoid  OSHA  (BR)  878  (N) 

-  legislative  developments  in  Quebec  981 
(D) 

-  the  regulatory  status  of  hospital  oc¬ 
cupational  medicine:  a  need  for  change 
133  (F) 

-  reporting  asbestosis  to  OSHA  —  fur¬ 
ther  comment  (OM  Forum)  891  (N) 

-  setting  efficient  standards  for  occu¬ 
pational  hazards  969  (D) 

Renal  Function 

-  drug  therapy  in  renal  failure:  dosing 
guidelines  for  adults,  part  1:  antimi¬ 
crobial  agents,  analgesics  (SR)  236  (Ma) 

-  the  role  of  lead  in  gout  nephropathy 
(SR)  548  (jl) 

-  variability  in  urinary  mercury  excretion 
590  (Au) 

Reproduction 

-  tbe  epidemiologic  assessment  of  male 
reproductive  hazard  from  occupa¬ 
tional  exposure  to  TDA  and  DNT  985 
(D) 

-  embryotoxic  and  biochemical  effects 
of  waste  crankcase  oil  on  birds'  eggs 
(SR)  1013  (D) 

-female  reproductive  potential  after 
treatment  for  Hodgkin's  disease  (SR) 
550  (jl) 

-  guidelines  withdrawn  (letter)  79  (F) 
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-  a  multigeneration  fish  toxicity  test  as 
an  aid  in  the  hazard  evaluation  of 
aquatic  pollutants  (SR)  235  (Ma) 

-  parental  occupations  and  cancer  in 
children  —  a  case-control  study  and 
review  of  the  methodologic  issues  578 
(Au) 

-  studies  on  the  embryotoxic  effects  of 
ortho-  meta-  and  para-xylene  (SR)  59 
()a) 

Respirators 

-  physiologic  effects  of  respirator  dead 
space  and  resistance  loading  681  (S) 

Respiratory  Diseases 

-  absence  of  respiratory  effects  in  sub¬ 
jects  exposed  to  low  concentrations  of 
TDI  and  MDI  746  (O) 

-  a  cluster  of  acinetobacter  pneumonia 
in  foundry  workers  (SR)  938  (N) 

-  a  comparison  of  the  maximum  volun¬ 
tary  ventilation  with  the  forced  expi¬ 
ratory  volume  in  one  second:  an 
assessment  of  subject  cooperation  531 
(Jl) 

-  diseases  of  the  chest  (BR)  719  (O) 

-  environment  influences  levels  of  gram¬ 
negative  bacteria  and  endotoxin  on 
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pulmonary  function  testing  (spirome¬ 
try)  491  tje) 

Industrial  Health  Foundation 

-  course  on  issues  and  answers  for  to¬ 
day's  occupational  physician  173  (F) 

-  occupational  health  training  course  for 
nurses  492  (je) 

John  Hopkins  Medical  Institutions 

-  course  on  perception  of  the  risk  of  ra¬ 
diation  241  (Ma) 

John  Hopkins  University 

-  course  on  management  of  occupa¬ 
tional  health  and  safety  programs  627 
(Au) 

-  course  of  surveillance  and  prevention 
in  occupational  health  417  (My) 

Kentucky  Occupational  Medical  Associa¬ 
tion 

-  annual  meeting  343  (Ap) 

Michigan  Occupational  Medical  Associa¬ 
tion 

-  election  of  officers  1015  (D) 

Midwest  Center  for  Occupational  Health 

and  Safety 

-  course  on  hazards,  monitoring  and 
control  of  waste  anesthetic  agents  346 
(Ap) 

-  course  on  occupational  and  environ¬ 
mental  pulmonary  diseases  71  (Ja) 

National  Institute  for  Occupational  Safety 
and  Health 

-  television  program  on  vibration  syn¬ 
drome  345  (Ap) 

New  England  Epidemiology  Institute 

-  seminar  on  epidemiology  -  methods 
and  applications  71  (Ja) 


New  York  Occupational  Medical  Associa¬ 
tion 

-  election  of  officers  346  (Ap) 

North  Central  Occupational  Medical  As¬ 
sociation 

-  election  of  officers  345  (Ap) 

Northwest  Association  of  Occupational 

Medicine 

-  election  of  officers  63  (Ja) 

New  Jersey  Occupational  Medical  Associ¬ 
ation 

-  election  of  officers  489  (Je) 
Occupational  Safety  and  Health  Educa¬ 
tional  Resource  Center 

-  course  on  industrial  hygiene  manage¬ 
ment  68  (Ja) 

-  course  on  second  annual  industrial 
health  engineering  control  technology 
175  (F) 

Pacific  Occupational  Safety  and  Health 
Conference  on  health  and  hazard  sur¬ 
veillance  489  (Je) 

Rocky  Mountain  Academy  of  Occupa¬ 
tional  Medicine,  Inc. 

-  election  of  officers  343  (Ap) 

Rocky  Mountain  Center  for  Occupational 
and  Environmental  Health 

-  course  on  current  issues  and  trends  in 
controlling  occupational  exposures  to 
R/F  microwave  radiation  173  (F) 

Scientific  program  incorporating  the  XIV 
World  Congress  on  Diseases  of  the 
Chest  and  the  48th  Annual  Scientific 
Assembly  of  the  American  College  of 
Chest  Physicians  491  (Je) 

Seminar  on  occupational  and  environ¬ 
mental  pulmonary  diseases  (fourth  an¬ 
nual  update)  1015  (D) 

Seminar  on  occupational  health  and  toxi¬ 
cology  489  (Je) 

Society  of  Occupational  Medicine 

-  joint  conference  with  Society  of  Oc¬ 
cupational  Health  Nurses  489  (Je) 

Symposium  on  drinking  water  and  human 
health  1016  (D) 

University  of  British  Columbia 

-  conference  on  cancer  in  the  work¬ 
place  628  (Au) 

-  conference  on  cancer  in  the  work¬ 
place  942  (N) 

University  of  California 

-  conference  on  hidden  health  hazards 
in  the  environment  174  (F) 

-  program  on  intensive  residency  in  oc¬ 
cupational  medicine  489  (Je) 


-  seminar  on  women  in  the  workplace 
347  (Ap) 

-  symposium  on  health  risks  associated 
with  chemical  exposure  in  the  work¬ 
place  1015  (D) 

University  of  Cincinnati 

-  6th  annual  conference  on  mini-resi¬ 
dency  in  occupational  medicine  for 
physicians  417  (My) 

-  course  on  information  retrieval  for  oc¬ 
cupational  health  professionals  241  (Ma) 

University  of  Michigan 

-  conference  on  occupational  ergo¬ 
nomics  417  (My) 

University  of  Pittsburgh 

-  national  symposium  on  reproductive 
healih  policies  in  the  workplace  343 
(Ap) 

University  of  Southern  California 

-cou  '3  on  applied  industrial  hygiene 
242  (Ma) 

-  course  on  ergonomics  778  (O) 

-  course  on  identification,  sampling  and 
evaluating  airborne  asbestos  dust  777 
(O) 

-  course  on  ionizing  and  nonionizing 
radiation  944  (N) 

-  course  on  occupational  noise  71  (Ja) 

-  course  on  occupational  noise  and 
hearing  conservation:  compliance  with 
the  new  laws  553  (Jl) 

-course  on  occupational  respiratory 
protection  241  (Ma) 

-  course  on  OSHA  guide  to  voluntary 
compliance  625  (Au) 

-  course  on  recognition  of  occupational 
health  hazards  488  (Je) 

-  course  on  recognition  of  occupational 
health  hazards  780  (O) 

-  course  on  respiratory  protection  703 
(S) 

-  NIOSH  course  on  recognition  of  ac¬ 
cident  potential  in  the  workplace  due 
to  human  factors  627  (Au) 

University  of  Utah 

-  course  on  current  issues  and  trends  in 
controlling  occupational  exposures  to 
RF/microwave  radiation  778  (O) 

Western  Occupational  Medical  Associa¬ 
tion 

-  election  of  officers  71  (Ja) 

-  health  conference  703  (S) 

-  Jean  Spencer  Felton  award  for  excel¬ 
lence  in  scientific  writing  703  (S) 
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